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DATE; I June 19 £6 


FIDE DESIGNATION; SURVEYS 

IG Survey - 00 (FDD) 


CONTROL NUMBER; 


TO; AD/00 
AD/CR 


FROM; EEC 


SUMMARY; "Reference Aids" and "Research Aids" 

Report of the Inspector General's Survey of OCR 
In which he recommended that the 'Refeerende lid' 
series should be immediately discontinued in FDD, etc, 
and the DD/I directed that this recommedation be put into effect 

(This recommendation was also made when the Survey of FDD 
was conducted, and put into effect during the fall of CY £&) 
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